ROYAL MOTEL 

ON HI WAY ^>6-East sideof SHAMROC 
Air Conditioned - Vented Heat - Tile Ba 
Wall to Wall - Garage for Each Unit. 

Mr. & Mrs. G. W. Hicks, Owner-Op< 
Box 108 — Phone 868 
SHAMROCK, TEXAS 


Pub. by L. W. Young & Co., 

1200 East 10th St., Amarillo, Texa: 

15032B 
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